ws ove ae EMS MNP 


rs lo 
INFORMATION REPORT 48 
sd sed era 26 JAN 50 
COUNTRY: ” USSR (Lithuania) DATE DISTR. 
SUBJECT Guided Iiseile Base at Liusbergia NO.OF PAGES 1 
25X1 


SCOUT [| NO.OF ENCLS. 2 25X11 
ACQUIRED (LISTED BELOW) 
INFO. [ SUPPLEMEN 


REPORT NO. 


r 


THIS IS UNEVALUATED INFORMATION 


2 ho Gn Se arn eee oe ae ys eae 
Be vis HICAMENT CONTAINS sFORTavON ARFECTIE aa @ NATIONAL DEPENEN cei 
Ey Oe ane GWITCD STATES WITHIN THE MEANING GF THe Soria 2 Sa Fe 
é €.8.c, $1 ANB 93, A8 AURNSED, (To INANSUISEION OR THA BkvMEATION Ga 
Rel GY ITS CONTENTS (7 ANY MANNCH YO 4 UNAUTRORIZED PENG If pRO- x 
mq SIMTED BY LAY. DEPROOUCTION OF Vale Ponta ES PROWIEITED. 


E a 
SAR MEaCENERD OR A PUREST ON SEES 


1. A&A Soviet Vee base is located on the kKaunas-Prienai 
aighway some 18 kilometers south of Kaunas. <A few meters 
south of Jesia brook bridge there is a sideroad which turns 
to the left and leads to a little village of Luisbergis 
{also called Linksmakalnis by the local population). See 
the attached enclosure for the approximate location of the 
site. 
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The project is reported to have been constructed under the 
direction of a German engineer, a former Wehrmacht major. 
He was assisted by former Lithuanian Major LInSIUS, who 

is currently lecturing at the University of Kaunas, Up to 
1946, approximately 3,000 local workers were employed in 
excavation work. The bricks for the project were supplied 
by the Rokai Brick Factory. 


3. In autumn 1947, three square blocks of housing were nearing 
completion at Luisbergis. They were being constructed by 
some 500 German Pvs guarded by MVP units stationed at 
Garlilava, The housing project was referred to ag a "voyamy 
eorodok". 


The project area is about 1.5 kilometers in length and 
approximately one kilometer wide. The entire compound 

is fenced in and strictly guarded. It is bounded by the 
following localities: Jokiewistis Valenkiskes, and Girininkai. 
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Concrete platforms with large wooden suverstructures 
{scaffolcings) can be observed inside the euarded area, 
Underground storage tanks are estimated to hold over 

a 2000, 000 liters of sasoline. 
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